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from 2 to ii, the average being 4$ (Table 43). About two-thirds of
the cottages had 4 or 5 rooms.

TABLE 43
Number of rooms in farm labourers' cottages visited in the Surrey Area

Rooms in cottage

lumber of cottages

2

3

4
5
6

More than 6
Not given

Total

4

3

26

i?

12
I

Compared with the size of the families, however, the cottages
were, on the whole, small. Sixty-five of the 71 labourers were
married. Only 7 of the married workers had no children, but the
number having i, 2, 3, and 4 children respectively was approximately
equal (Table 44). There is no marked predominance of families with
only i or 2 children as in urban households. Some 18 per cent, of
the families had 6 or more children. The average number of children
per family was 3-6, of whom 2-0 were boys and 1-6 girls. Thus there
were, on the average, between 5 and 6 persons in each cottage.

TABLE 44
Size of the families of farm labourers visited in the Survey Area

Number of children

o
i

2

3

4
5
6

More than 6
Not given

Total

Number of families

7
10

8
10

9
6

4
ii
6

Apart from their size, the cottages were often inconvenient and
squalid. There was running water in only six of the cottages visited,
of which three were the non-tied cottages with rents of 6s. 6d. per
week and over. The others had to rely on pumps and wells which
were generally common to the whole village. The position as regards
lighting was only slightly better. Nine cottages had electricity and